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nenion: OSA ($-2-304-5-6-748+9-10) 
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TORS 1704Z 24 “CT 1962 


FIELD OPERATION STATUS #5 OF TUESDAY EVENING, OCTOBE® 23, 
le NBR 295: THE A/B MANIFOLD DUMP VALVES AND PLUNBING, 
“THE a/B NOZZLE ACTUATOR DRAIN LINES AND NANTFOLD, (TORQUE: . oe 
TUBE INTERFERENCE PROBLEM), THE START BLEED SWITCH, THE TTS - 
THERMOCONPLE HARNESS, THR TEB TRAP LINE, A MODIFIED MAIN OTL ely 
PIMP, AND LOWER REAR MOUNT, ALONG WITH qEC PARTS HAVE BREN — ae 
INSTALLED. THE ENGINE HAS BEEN CHFCKED OUT ON THE TEST STAND | 
“AND DELIVERED TO THE ARTICLE. NOW IN PROGRESS OF INSTALLATION 
IW ARTICLE 121. 
2. NBR 204 BEING EQYIPPED WITH ITEMS SIMILAR TO 295 
ABOVE. 
3, NBR 293 AND 292 WERF PACKED FOR RETURN To [____Jovernam. 25X1 
DEPOT FOR MODIFICATION TO INCORPORATE LOWER REAR NOUNT AND 
IPDATE TO INCLUDE, ; RECENT ENGINEFP ING 


4. NBR 281 ON STAND-BY BASIS AS BACKUP FOR 295 AND 2%4~ 
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5. J75°S INSTALLED IN ARTICLE 123 (ALSO Rewn 121) 
READY FOR NEXT 60. | 
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